SUMMARY OF NEW TOBACCO PRODUCTS 

compiled by the California Tobacco-Related Disease Research Program 
for the National Conference on Tobacco or Health, November 2002 


Modified Cigarettes 



Advance Lights 

Manufacturer: Brown & Williamson 

Description: Cigarette containing Star-cure™ tobacco and using the three stage 
“Trionic” filter. 

Manufacturer's Claims: “All of the taste., .less of the toxins”. Star-cure™ 
tobacco processing method reduces TSNA content by 70%. "contains less 
toxins, while still providing a smooth, satisfying taste for smokers". The 
Trionic filter reduces many toxins including hydrogen cyanide, 
formaldehyde, benzene and acrolein. 

Market Availability: First available in U.S. in 2000 from Star Scientific, Inc. 

Test marketed by B&W since Nov. 2001 (Indianapolis, IN; Richmond, VA; 
Lexington, KY). 

What's known about dosage: Full nicotine, lower CO, amounts of other 
chemicals? 


Omni 

Manufacturer: Vector Tobacco, Ltd. 

Description: Cigarette containing "reduced carcinogen" tobacco and a carbon filter. 
Available in full-flavor, lights, ultra lights. Menthol version planned. 

Manufacturer's Claims: “Reduced Carcinogens. Premium Taste”. Tobacco is 

processed by a new method, including a palladium treatment, “the first premium 
cigarette created to significantly reduce carcinogenic PAHs, nitrosamines, and 
catechols, which are the major causes of lung cancer in smokers.” 

Market Availability: Available in U.S. since Nov. 2001. Now in 20,000 stores 
nationwide. 

What's known about dosage: Full nicotine, Omni Lights have more tar than Kool 
Lights, amounts of other chemicals? 








Quest 

Manufacturer: Vector Tobacco, Ltd. 

Description: Cigarette containing genetically modified tobacco which is 
nicotine free due to removal of a key gene for nicotine synthesis. 

Sold in three formulations: Low Nicotine, Extra Low Nicotine, 
Nicotine-Free. (Formerly referred to as Omni-Free.) 

Manufacturer's Claims: Non-addictive cigarettes made from tobacco that 
is "virtually nicotine free" yet retains all the tobacco taste, "Can help 
smokers quit", but not a cessation aid. 

Market Availability: U.S. marketing expected to begin in late 2002. 

What's known about dosage: Low or no nicotine, amounts of other 
chemicals? 


“SCOR” cigarettes 

Manufacturer: Philip Morris 

Description: Reduced toxin conventional cigarette. SCOR stands for "selective constituent reduction" 
Manufacturer's Claims: PM is expected to promote SCOR as having reduced levels of a broader range of toxins 
than Omni or Eclipse and to suggest that they should be used as a standard for FDA regulation. 

Market Availability: Expected to be introduced to U.S. market by 2003. 

What's known about dosage: no information currently available 


PM3006907046 


Source: https://www.industrydocuments.ucsf.edu/docs/rskx0001 
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Products That Heat Rather Than Burn Tobacco 


Eclipse 

Manufacturer: RJ Reynolds 

Description: Cigarette-like device in which nicotine and glycerin is heated by a 
carbon fuel element that is ignited with a lighter. A small amount of 
tobacco is also burned, to add taste according to RJR. Available in Regular 
and Menthol. 

Manufacturer's Claims: “Eclipse may present less risk of cancer” and “produce 
less inflammation in the respiratory system” because heating rather than 
burning tobacco produces 80% less carcinogens. Secondhand smoke 
reduced by 80%. 

Market Availability: Available in U.S. since 1994. Sold via direct mail and 
internet in 38 states; also sold in stores in some test market cities. Also 
available in Japan, Sweden and Germany. 

What's known about dosage: Full nicotine, higher CO, tube made of plastic, 
aluminum and fiberglass results in delivery of glass fibers to the mouth and 
lungs, amounts of other chemicals? 






Accord 

Manufacturer: Philip Morris 

Description: A hand-held, battery-operated, microchip-controlled 

device that heats a cigarette-like tobacco roll. Tobacco roil cannot 
be burned as a traditional cigarette. 

Manufacturer's Claims: Because tobacco is heated, not burned, fewer 
toxins are produced and inhaled by the smoker. Produces 90% 
less smoke than regular cigarettes. 

Market Availability: Test marketed in the U.S. since 2000. 

What's known about dosage: Full nicotine, reduced CO and some other 
chemicals, amounts of other chemicals? 


PM3006907047 


Source: https://www.industrydocuments.ucsf.edu/docs/rskx0001 
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New Smokeless Tobacco Products 


Ariva 

Manufacturer: Star Scientific, Inc. 

Description: A hard lozenge containing Star-cure''''^ tobacco, nicotine, and other 
substances. Packaging similar to some nicotine replacement therapy products. 
Mint-flavored. 

Manufacturer's Claims: "When you can't smoke". Star-cure™ tobacco has the 
lowest levels of TSNAs of any tobacco due to new processing method. For 
“mothers who choose not to expose their children to secondhand smoke”. 
Market Availability: Test marketed in U.S. since Nov. 2001 (Richmond, VA; 
Dallas, TX, other?) 

What's known about dosage: 1 mg nicotine, amounts of other chemicals? 




Exalt 

Manufacturer: Swedish Match 

Description: Smokeless, spitlcss tobacco sachet made with tobacco low in 
TSNAs. Two flavors: original and peppermint. 

Manufacturer’s Claims: "No smoking. No problem." GothiaTek® tobacco 
processing method reduces “elements in tobacco that have been 
identified by the tobacco community as controversial” 

Market Availability: Test marketed in U.S. since April 2001. 

What's known about dosage: Full nicotine, amounts of other chemicals? 


Revel 

Manufacturer: U.S. Smokeless Tobacco 

Description: Smokeless, spitless tobacco sachet. Mint flavored. Comes in 
regular and mild. 

Manufacturer's Claims: "Anytime. Anywhere." Made from tobacco low in 
TSNAs. 

Market Availability: Test marketed in U.S. since Oct. 2001 (Topeka, KS; 

Youngstown, OH) 

What's known about dosage: Full nicotine, amounts of other chemicals? 

Stonewall 

Manufacturer: Sttir Scientific, Inc. 

Description: Moist and dry snuffs made with Star-cure^'" tobacco 
Manufacturer's Claims: Contains lower levels of TSNAs than Skoal or 
Copenhagen 

Market Availability: Test marketed in U.S. since fall 2001 (Virginia; Dallas, 
TX; Jacksonville, FL) 

What's known about dosage: Full nicotine, amounts of other chemicals? 




PM3006907048 


Source: https://www.industrydocuments.ucsf.edu/docs/rskx0001 
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Oral Nicotine Products Removed From the U.S. Market By The FDA 



Nicotine Lollipops & Lip Balm 

Manufacturers: Bird’s-Hill Pharmacy (MA), Ashland Drug (MS), 
Compounding Pharmacy (IL) 

Description: sugar-free lollipops or lip balm in assorted flavors containing 
nicotine salicylate in dosages from 0.5 - 4.0 mg. Lollipops sold 
under brand names such as NicoStop, NicoPop and Likatine. Flavors: 
cherry, grape, root beer, tequila sunrise. 

Manufacturer's Claims: A “convenient, tasty way” to replace the cigarette 
habit. Quitting is "as easy as having a lollipop" 

Market History: sold in 3 independent pharmacies and over the internet 
since 2001. FDA ordered sales to stop in April 2002 because these 
are unapproved new drugs being dispensed without a prescription, 
without adequate directions and without warning labels. Nicotine 
salicylate has not been FDA approved for use by compounding 
pharmacists (smoking cessation products are made from a different 
form of nicotine). 


Nicotine Water 

Manufacturer: S&F Garret and QTF, Inc. 

Description: Bottled water with added nicotine (2 mg or 4 mg nicotine per 
bottle). 

Manufacturer's Claims: “All you will taste is the water”. For use where 
smoking is not allowed or for people who want to quit smoking. 

Market History: sold over the internet since 2000, sale in stores of NicoWatcr 
was planned for July 2002 by QTF, Inc.; FDA ordered all sales stopped in 
July 2002 saying that federal law prohibits sale of nicotine as a dietary 
supplement 


Information presented in this handout was compiled from materials on the 

manufacturer's web sites, as well as the following sources: 

• llenningfield, J.E., Rose, C.A. and Slade, J. "New Nicotine Delivery 
Devices: Assessment Using Biomarkers". Talk presented by Jack 
Henningfield at "Biomarkers for Tobacco Exposure" Conference, organized 
by University of Minnesota TTURC. October, 2001. 

• New tobacco product information compiled by Jenny Foreit, Campaign for 
Tobacco-Free Kids; Jack Henningfield and Christine Rose, Pinney 
Associates. 

• Schreiner, B. "Brown & Williamson starts test marketing cigarette touted as 
toxin-reduced". AP news story, San Francisco Chronicle. Nov. 6, 2001. 

• Zuckerbrod, N. "FDA Petitioned on Tobacco Products". AP news story, L.A. 

Times, Dec. 18, 2001. 

• Fairclougti G. “Vector Develop.s Cigarette With Almost No Nicotine” The 
Wall Street Journal. January 16, 2001. 

Abbreviations; TSNAs = tobacco-specific nitrosamines; PAHs = polyaromatic hydrocarbons; CO = carbon monoxide. 
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Source: https://www.industrydocuments.ucsf.edu/docs/rskx0001 





